APPENDIX  II.

A

PROPOSAL

HUMBLY OFFERED TO THE

FOR  THE  MORE   EFFECTUAL  PREVENTING  THE
FURTHER GROWTH OF POPERY,

WITH THE

DESCRIPTION AND USE OF THE ECCLESIASTICAL THERMO-
METER, VERY PROPER FOR ALL FAMILIES.

'* Insa.nl sanus nomen ferat, sequus iniqui,
Ultra quam satis est, virtutem si petat ipsam."

HOR. Epist. I. vi. 16.